Deposition - Mrs. HENRIETTA M. ROSS, March 25, 196U, 6 H 123-U. 

Questioning by Mr. Arlcn Specter, Assistant Counsel, V.’arren Commission. 

Mrs. Ross is an operating room technichan. She was on guard outside the 
operating room and sav the stretcher under Jiroison*s control outside of Room 3. 


